AGBSINISTRATIVE - INTERNAL USK@MNLY 


Approved For Rele 2002/05/17 : CIA-RDP87-01130R00Q390010079-2 
RP (This otice is NOT to be Filed in Agenc: 
Manuals. Please Destroy After Reading. 


STATINTL 


PERSONNEL H 
5 September 1978 


ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 
FINE ARTS COMMISSION STATINTL 


Effective 11 September 1978 
STATINTL 


is appointed Chairman, Fine Arts Commission, vice 


JOHN F. BLAKE 
Deputy Director 
for 
Administration 
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